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Who should manage central sterile supply? May 7 
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How to launder items contaminated by atomic radiation .... 
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Medical education of staff and public 

Mid-West stresses role of patient 

New sources of income — a must 

Safety and hospital housekeeping 
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The pharmacist and radioactive pharmaceuticals 
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The public demands better care ... 
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Stork brings a new one (idea, that is) 
Uniform accounting procedures needed 
Why hospital costs have risen . . and will rise 
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CRANE, JOHN 
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Foreign Hospitals 
United Fruit Co. hospitals, pride of Honduras June 34 


Fund Raising 
Commonwealth Fund reports Jan. 100 
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How a central scheduling system reduces between-operations 
May 33 
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Girl Scouts make gifts for patients as handicraft project ....May 131 
Government Hospitals 

Prison hospital aids 10,000 convicts 
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Who should manage central sterile supply? 
HAYT, EMANUEL 
Charitable immunity upheld in Pennsylvania; State, hospital, 
physician not liable for Red Cross plasma Feb. 58 
Hospitals and the law .. Feb. 58, May 68 
Scarring from heat is not negligence May 68 
HENRY, HUNTINGTON B. 
New sources of income — a must 


Hill-Burton Act, The 
How the Hill-Burton program stands in Illinois 
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Let the administrator help design the hospital 
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Housekeeping — see also Maintenance 


Alteration program designed to lighten the work load 
Centralized housekeeping improves custodial service 
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Oil treatment for hospital linen 
Safety and hospital housekeeping 
Strive for balance of plant and staff in laundry layout ... 
Try this system of linen supply control 
Your laundry and laundry manager 
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. April 41 


J 


JACKSON, LAURA 
Fifteen universities offer courses in administration 
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Solving the nursing shortage 
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Letters 
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LEWIS, SAMUEL R. 
Heating in hospitals can be improved 


Liability, Hospitals’ — see Law 
LIEBELER, VIRGINIA M. 

$100,000, 000 paid in 15 year 

W ‘here your hundred million ides went 
LCRENCE, GERAL 

Tiere are the tools for efficient administration 
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MAFFLY, ALFRED E. 
Building a larger kitchen for an expanding hospital June 41 
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Heating in hospitals can be improved 
How temperature controls can help you lower your 
fuel bills 

How to care for window shades .. 
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It’s simple to install new windows 

New control equipment cuts heating costs, steam waste .... 

You can get rid of ‘‘overheating” 
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What new windows will do for your hospital 
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Adelphi expands : 
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Some medical reports on the use of isoniazid in tuberculosis Jan. 72 
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MELGAARD, J. MARIE 
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Accidents cost U. S. $21 million a day 
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How one community hospital handles nurse recruitment ... 
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Developing nursing teams for "the operating room ........April 7 
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Summer program for nurse recruitment 
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Pharmacists! Be a Consultant ne 
Some medical reports on the use of isoniazid in tuberculosis Jan. 
The pharmacist and radioactive pharmaceuticals 
The pharmacist is your ally 
What training shall we require of our 
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What role does ‘human relations’ have in the 
administrator’s planning 
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How budgets aid planning 
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How a hospital can maintain a good community reputation .Feb. 18 
St. Francis Memorial achieves harmony through conferences .Feb. 33 
Tell your representative about your hospital and 
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Purchasing 
Purchasing is important! . 38 


Radiology — see X-Ray 
RATHNELL, THOMAS K., M.D. 
Planning the autopsy room 
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How one community hospital handles nurse recruitment .... 
Summer program for nurse recruitment 
Solving the nursing shortage 


Red Cross 
State, hospital, physician not liable for Red Cross plasma ..Feb. 
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Try this system of linen supply control 
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Purchasing is important! 
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What training shall we require of our hospital pharmacists? .March 84 
Socialized Medicine — see Compulsory Health Plans 
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Death ends career of Dr. Bachmeyer 
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